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SUBJECT: UNCTAD SHIPPING COMMITTEE: IMCO SECGEN SPEECH 

1 . IMCO SECGEN SRIVASTAVA IN HIS SPEECH TO UNCTAD SHIP- 
PING COMMITTEE THURSDAY, APR. 14, WILL COMMENT CRITICALLY 
ON SHIPPING COMMITTEE AGENDA ITEMS 6 AND 8. HE WOULD 
APPRECIATE SUPPORT FROM US AND OTHER INTERESTED MARITIME 
STATE DELEGATIONS. AGENDA ITEM 6 APPARENTLY CALLS FOR 
AN UNCTAD RESOLUTION REQUESTING ECOSOC TO ESTABLISH A 
COORDINATING COMMITTEE FOR TRANSPORT POLICY WHICH WOULD 
BE MADE UP OF THE SECRETARIATS OF ICAO FOR AIR. UNCTAD 
FOR SHIPPING AND PORTS, AND ECOSOC FOR OTHER TRANSPORT 
MATTERS. IMCO'S COMPETENCE IN MARITIME AFFAIRS WOULD NOT 
BE RECOGNIZED, BUT IT WOULD APPARENTLY HAVE TO WORK 
THROUGH UNCTAD. AGENDA ITEM 8 PROPOSES THAT UNCTAD 
SET UP AN INFORMATION SERVICE FOR DEVELOPING COUNTRIES 
THROUGH WHICH THEY WOULD OBTAIN INFORMATION ON WHERE 
ASSISTANCE IN VARIOUS AREAS, INCLUDING SHIPPING AND PORTS' 

WAS AVAILABLE, AND WHICH WOULD MAKE ARRANGEMENTS FOR SUCH 
ASSISTANCE TO BE HANDLED BY OTHER UN AGENCIES. THE 
IMCO SECGEN SEES THIS PROPOSAL AS ALSO PLACING IMCO IN 
A SUBSERVIENT POSITION TO UNCTAD. 
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2. SRIVASTAVA INTENDS TO "DEFEND" IMCO'S COMPETENCE 
AND EXPLAIN ITS ROLE. HE DOES NOT WISH TO HAVE A ROW 
WITH UNCTAD, BUT HE WOULD APPRECIATE SUPPORTIVE COMMENTS 
FROM THE VARIOUS UNCTAD GROUPS. THIS MESSAGE SHOULD BE 
BROUGHT TO THE ATTENTION OF RICHARD BANK PRIOR TO THE 
OPENING OF THE SHIPPING COMMITTEE MEETING ON THURSDAY, 
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